Nixon hospitalized 
for further tests 
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LONG BEACH, Calif (AP) — Former 
President Richard M. Nixon reported 
back to Memorial Hospital Medical 
Center of Long Beach Wednesday night 
for another series of tests related to the 
phelbitis condition in his left leg. 
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